MARY  II   1688-1694
MARY STUART, who was born in 1662, was the daughter of James II by his first wife, Anne Hyde, daughter of Lord Clarendon* Together with her younger sister Anne, she was brought up as a Protestant and throughout her life displayed no leanings towards the faith of her father. She developed into a devout but excessively sentimental young woman, vivacious and pleasing in appearance but inclined to plumpness. During the period when her uncle, Charles II, and his ministers were on such close terms with Louis XIV, there was much talk of manying her either to the Dauphin or the King of Spain, but finally the frequently expressed antipathy of his subjects for the Papists and all their works convinced Charles that William of Orange would prove a far more suitable husband for his niece.
The first years of Mary's married life were far from happy, for her husband was a silent and ambitious man to whom any display of emotion was neither natural in himself nor congenial in others. Entirely wrapped up in his ambitious schemes for thwarting the King of France, he was frequently away from home for long periods, and his wife was forced to accustom herself to a certain degree of neglect. He was not, however, incapable of gratitude, and after Mary had relinquished her rights to the English throne in his favour, there was
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